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Message Text 


SUBJECT: INQUIRY REGARDING DIALYSIS MACHINE 

1 . DEPARTMENT HAS RECEIVED FOLLOWING LETTER FROM 
ORANGE COUNTY, CALIF. HEALTH AGENCY: 

QUOTE A SERIOUS MATTER HAS ARISEN WHEREWITH A NATIVE 
TONGANESE REQUIRES CONSTANT DAILY MEDICAL TREATMENT 
FOR: 


1. RENAL FAILURE. 

2. HYPERTENSION. 

3. ANEMIA. 

A DIALYSIS MACHINE IS REQUIRED 3 X'S A WEEK. WOULD YOU 
KINDLY ASSIST ME IN DETERMINING IF AUCKLAND, NEW ZEALAND 
HAS THESE TYPES OF MEDICAL FACILITIES. IF MACHINE IS 
AVAILABLE WHAT IS THE COST OF RENTAL? 

AN URGENT REPLY TO THIS INQUIRY IS NEEDED. THANK YOU. 

END QUOTE. 
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2. REQUEST CONGEN INVESTIGATE AVAILABILITY AND COST 
OF DIALYSIS MACHINE AND REPLY TO EA/ANP BY PRIORITY 
CABLE. 

VANCE 
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